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a horizontal microscope. In this way, the emulsion presents
an appearance like that shown in Fig. 26. It will be seen
from this picture that the grains are much more densely
packed at the foot of the vessel than they are at the top,
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FIG. 26.
From Lewis's "A System of Physical Chemistry ".
and that between these two positions there is a uniform
diminution in the concentration of the granules.
This method of observation, however, is not the best
possible, as it is difficult to count the grains under these
circumstances. The scheme actually employed by Perrin
can be made clear by an examination of Fig. 27. A drop